
THE MARK MOTOR HOTEL and RESTAURANT 
U.S. 66 (Interstate 40) Weatherford, Oklahoma 
Phone 525 for Reservations 
Coffee Shop and Dining Room — 40 Spacious 
Carpeted Rooms — Refrigerated Air — Electric 
Heat — Tile Baths — Free 21'' TV — Filtered 
Swimming Pool — Room Phones — Children's Play 
Area — Pets Welcome. 
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